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*ARMY Declass/Release Instructions On File* 


Tab 14 is a "User's Evaluation". It is used that jn order that 
MIS and its field offices my at all times be completely ^ 

the value to your office (etc) of the information supplied, the form 
called "User's Evaluation" is used, filled out and with any comnen s 
or suggestions. This form is sent to Analysis ^anch, MIS. 

Copies may be obtained from the Analysis Branch, MIS. 
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